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here is only one 
In-a-dor-bed 



-the Murphy 
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THE MURPHY DOOR BED COMPANY an- 
nounce to its customers that after January 1st, 
1926, all Murphy Beds installed will be equipped with 
the new Graceline tubing. 

While this new tubing has been on the market but a 
few months, it has to a large degree replaced both 
the square and round tubing in the floor bed line. 

This innovation is but a continuation of our past 
policy, in keeping Murphy Beds abreast of the times 
in adapting the latest and most modern designs and 

finishes. 

Murphy Beds will be furnished with Slumber King 
Fabric Springs, box springs or soft top coil spring as 
desired. 

See pictures on the following pages. 

MURPHY DOOR BED CO. 




Design No. 17510 — Closet Type 
17511 — Recess Type 

Design of head and foot end - 2" Graceline tubing 



Finish 
Springs - 
Width of Bed 



(Stock) American Walnut. 

Slumber King Fabric Springs. 
\ 4' 6" full size double — 4' 0" narrow double. 
\ V 6" three-quarter — 3' 0" single (twin size). 



This design of bed will be furnished in any standard 

| color enamel or other wood finishes, and with box | 

springs, soft top coil springs or other fabric springs, 

on from 30 to 60 days 1 notice 
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Design No. 17508— Closet Type 
" 17509— Recess Type 

Design of head and foot end - 2" Graceline tubing. 

Imish (Stock) American Walnut. 

Springs * Slumber King Fabric Springs. 

Width of Bed - - - - \ 4' 6" full size double— 4' 0" narrow double. 
} V 6" three-quarter — V 0" single (twin size). 



This design of bed will be furnished in any standard 

i color enamel or other wood finishes, and with box |[ 

springs, soft top coil springs or other fabric springs, 

on from 30 to 60 days 1 notice 
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Design No. 17506 — Closet Type 
« 17507— Recess Type 



Design of head and foot end * 

Finish 

Springs ' 

Width of Bed ' * * - 



2" Gracelme tubing. 

(Stock) American Walnut. 

Slumber King Fabric Spring.-. 
[ 4' 6" full size double — 4' 0" narrow double. 
j 3' 6" three-quarter — 3' 0" single (twin size). 



This design of bed will be furnished in any standard 
| color enamel or other wood finishes, and with box 
springs, soft top coil springs or other fabric springs, 
on from 30 to 60 days' notice 
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Design No. 17504 — Closet Type 
» 17505— Recess Type 



i of head and foot end 

Finish 

gfl 

Width of Bed 



2" Graceline tubing. 

(Stock) American Walnut. 

Slumber King Fabric Springs. 
\ 4' 6" full size double — 4' 0" narrow double. 
} y 6" three-quarter— y 0" single (twin size). 



This design of bed will be furnished in any standard 
j ! color enamel or other wood finishes, and with box 
springs, soft top coil springs or other fabric springs, 
on from 30 to 60 days' notice 
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Design No. 17502— Closet Type 
" 17503— Recess Type 



Design of head and foot end 
Finish ' 

Springs * * * * * 
Width of Bed * . - 



2" Graceline tubing. 

(Stock) American Walnut. 

Slumber King Fabric Springs. 
( 4' 6" full size double — 4' 0" narrow double. 
I l' 6" three-quarter — 3' 0" single (twin size). 



J This design of bed will be furnished in any standard 1 

i color enamel or other wood finishes, and with box \\ 

springs, soft top coil springs or other fabric springs, 

on from 30 to 60 days' notice 
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Design No. 17500 — Closet Type 
" " 17501 — Recess Type 

Design of head and foot end - 2" Gracehne tuoing. 

Finish (Stock) Brown Enamel 

Springs Slumber King Fabric Springs. 

Width of Bed - - * - ( 4' 6" full size double — 4' 0" narrow double. 
I J' 6" three quarter — V 0" single (twir. 



This design of bed will be furnished in any standard 
color enamel or wood finishes, and with box jj 
springs, soft top coil springs or other fabric springs, 
on from 30 to 60 days' notice. 
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Design No. 16432 — Closet Type 
" 16433 — Recess Type 



Design of head and foot end 

Finish 

Springs 

Width of Bed - - - 



1 ! 2" Round tubing. 

(Stock) Brown Enamel 

Slumber King Fabric Springs. 
( 4' 6" full size double — 4' 0" narrow double. 
} V 6" three-quarter— 3' 0" single (twin size). 



r This design of bed will be furnished in any standard 1 

ll color enamel or wood finishes, and with box i\ 

springs, soft top coil springs or other fabric springs, 

on from 30 to 60 days 1 notice 
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MURPHY 
IN-A-DOR TYPE BED 

Twin and Interchangeable 
Arrangements 



Appearance during day 
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TN remodeling, or in sun parlors, the Recess type bed shown on 
A right is particularly adapted on account of the small space required. 

The Recess type bed is identical with the Closet or In-a-Dor type, 
except that it has not the swinging mechanism. 

npHE double door installation as shown below is but another method 
-*- of installing the Closet or In-A-Dor type, and is advantageous where 
there is no side entrance through dressing closet to bath. For installa- 
tion detail see Installation No. 2 on page 8. 
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TNSTALIATION No, 8 and No. 10, shown on this page, demon- 
strates how Murphy Beds may be installed on doors. 
While during the first two years in business the Murphy Door Bed 
Company sold only beds of this type which were fastened to doors, 
we do not recommend this type of installation in preference to the 
In-A-Dor or Recess type, because in the latter the weight of the bed 
rests on the floor, while in the former its entire weight is carried by 
the door and may cause more or less trouble when the building settles. 
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Murphy Roller Type Bed 

THE roller type bed has the advantage of being movable to any part of the room and 
is adaptable for installation in old buildings where closets happen to be of the proper 
dimensions and where it would require expensive remodeling to arrange for the other 
types. When planning new buildings, however, it is advisable to arrange for the installa' 
tion of the closet or recess type bed on account of the fact that they have no casters to 
mar the floor and carpets. 

Canopy Arrangement 

In apartments, homes and hotels that have been built and where tenants are renting 
and cannot make the proper alterations for the installation of the closet or recess type 
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Appearance during day 



Beds lowered for use 



bed the canopy bed fills a long-felt want. It is similar to the recess bed and can be 
installed by fastening it to the floor of any room and requires a space but 17" deep. 

A tubular canopy frame is provided which also fastens to the floor, to which draperies 
may be hung for concealing the bed. 




The above cut shows the base or carrying frame of the recess type bed showing 
how it rests on, and is fastened to the floor. The side arms shown on this frame 
automatically operate the head end of the bed, thereby doing away with the necessity 
of fastening any part of the bed to the rear wall, which is important, as there are times 
when it is difficult to gain a secure fastening without extending bolts through into the 
next room. This is particularly so in the case of fireproof construction. 
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MURPHY DOOR BED CO. 

19 WEST 44th STREET, NEW YORK 

PITTSBURGH, PA. PHILADELPHIA BALTIMORE 

Ferguson Bldg. 512 Bulletin BIdg. 403 Morris Bldg. 

BOSTON ROCHESTER 

248 Boylston St. Cutler Bldg. 
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